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1, METALLURGICAL LNDUSTRY 


item: Contracting Agency of the Yunnan Metallurgical Bureau 
[7189 0589 4164 0396 6855 1444 2110 1545 1562 4453 5114 0678 
4042 W10 6752) 





Location: Yunnan, PRC 


Data: As part of Yunnan's economic reform, five metallurgical unite were 
organized into thie new agency in November 1980. They include 
the Metallurgical Construction Company No 14, Kunming Nonferrous 
Metallurgical Designing Lnstitute, Yunnan Metallurgical Machinery 
Repair and Parts Company and the Supply and Transport Company. 


Source: Kunming YUNNAN RIBAO in Chinese 11 Feb 81 p 2 


Item: Qianjing Mine 
[0467 6651 0342) 


Location: Gejiu, Yunnan, PRC 
Data: Thies mine fulfilled the state plan of 1980 ahead of schedule. 


Ite annual output increased by 8 percent over 1979 and the profit 
realized registered a 33.3-percent increase as compared with 1979. 


Source: Kunming YUNNAN RIBAO in Chinese 2 Feb 81 p 2 














Steel Mill 
[7022 1004 6921 0617) 


Location: Sichuan, PRC 


Data: 


Source: 


It em: 


The long abandoned pipe welding machine of thie mill's Products 
Subplant No 2 was repaired and has been put into production since 
December 1980. During that month, the plant manufactured more 
than 620 metric tons of welding pipes with on up-to-etendard rate 
of 99.4 percent. This plant also produces steel cote, sofas, 
desks and handcarte. 


Chengdu CHENGDU RIBAO in Chinese 28 Feb 61 p 2 


Chongqing Steel Mill Mo 3 
[6850 1987 6921 0005 0617) 


Location: Chongqing, Sichuan, PRC 


Source: 


In January 1981, thie will overfulfilled its monthly planned target 
by 41.7 percent. As part of its economic readjustment drive, the 
mill aleo laye emphasis on energy management and conservation. 


Changdu SICHUAN RIBAO in Chinese 14 Feb 81 p 1 











Location: 


Data: 


Source: 


Source: 


ng Aluminum Plant 
[0 1627 698. 0617) 


Nanping, Fujian, PRC 


This plant's expansion project was completed 6 monthe ahead of 
schedule. Tie plant's annual output capacity is expected to 
increase from 3,000 to 6,000 metric tons. 


Fuzhou FUJIAN RIBAO in Chinese 3 Jan 81 p 2 


Shaoguan Smelting Plant 
[7300 7070 0396 3550 0617) 


Shaoguan, Guangdong, PRC 


In 1969 this plant's gross value of industrial output, lead and zinc 
output, and profit realized increased by 13.7 percent, 16 percent and 
75 percent, respectively, as compared to the previous year. These 
achievements are attributed to practicing the principle of self- 
reliance. 


Guangzhou NANFANG RIBAO in Chinese 8 Feb 81 p 1 











ltem: 


Location: 


Data: 


Source: 


Ltem: 


Location: 


Data: 


Huainan City Coking Plant 
[3232 0589 1579 3550 3542 0617] 


Huainan City, Anhui, PRC 


Since the plant's production was suspended, ite production site 
has been left unprotected. Six hundred metric tons of pig iron 
were etolen recently. Moreover, some leading cadres at the plant 
have been extensively utilizing public means to satisfy their 
personal needs. 


Beijing RENMIN RIBAO in Chinese 19 Feb 61 p 1 


Construction Company of the Anshan Iron and Steel Company 
[7254 6921 0208 1696 0361 0674) 


Liaoning, PRC 
A 130,000-yuan electronic cutting machine has been left unused at 


this company for more than 3 years. It took almost 2 years to 
manufacture this machine. 


Shenyang LIAONING RIBAO in Chinese 15 Feb 81 p 2 














Item: 


Location: 


Data: 


Source: 


Item: 


Locat ion: 


Data: 


Source: 


Iron Refinery No 2 of the Benxi Iron and Steel Company 
[2609 6921 4574 0059 3550 6993) 


Benxi, Liaoning, PRC 

7 : 
During the firet 2 weeks of February 1981, this refinery produced 
more than 4,000 metric tone of high-grade casting iron for export 


to Switzerland. This top-quality product will also be marketed 
in Western Europe. 


Shenyang LIAONING RIBAO in Chinese 16 Feb 81 p 1 


Hengshui Prefecture Iron Mill 
[5899 3055 0966 0575 6993 0617) 


Hengshui Prefecture, Hebei, PRC 
After this plant suspended production, its plant buildings were 


completely demolished. As a consequence, the mill incurred a loss 
of more than 50 percent of its 10-million-yuan tangible assets. 


Beijing RENMIN RIBAO in Chinese 3 Mar 81 p 1 














Ltem: Mojiang Gold Mine 
[1075 3068 6855 4349] 


Lecation: Mojiang Hani Autonomous County, Yunnan, PRC 


Data: In 1980 thie mine's output of gold and silver increased by 26 percent 
over the previous year. 


Source: Kunming YUNNAN RIBAO in Chinese 13 Feb 81 p 1 














Il, TRANSPORTATION EQUIPMENT INDUSTRY 


Ltem: Jinan Motorcycle Plant 
[3444 0589 2623 0520 5223 6431 6508 0617) 


Location: Jinan, Shandong, PRC 


Data: The plant fulfilled its annual planned target 13 days ahead of 
schedule. 


Source: Jinan DAZHONG RIBAO in Chinese 4 Feb 81 p 2 




















Item: 


Locat ton: 


Data: 


Source: 


Item: 


Location: 


Data: 


Source: 





LII. ELECTRONIC AND PRECISION EQUIPMENT INDUSTRIES 


Fujian Electronic Computer Plant 
[4395 1696 7193 1311 6060 4615 2623 0617] 


No 3 Jiaotong Road, Fuzhou, Fujian, PRC 


Formerly the Qianshao Electro-mechanical Equipment Plant. This 
plant has switched from the production of only radio measuring 
instruments to the manufacture of electronic computers and 
calculators. Its principal products include single-plate computer, 
miniature computer systems, general-purpose and scientific-type 
pocket-sized electronic calculators, cassette recording tapes and 
radio measuring inetruments. The status of its sister plant, 
State-owned Plant No 9460, remains unchanged. 


Fuzhou FUJIAN RIBAO in Chinese 14 Feb 81 p 3 


Yunnan Electronic Tube Plant 
[7189 0589 7193 1311 4619 0617} 


Yunnan, PRC 
The plant is prepared to manufacture at least 1.5 million miniature 
electronic tubes this year. The unmarketable >ctagonal tubes and 


other special kinds of tubes are no longer manufactured at this 
plant. 


Kunming YUNNAN RIBAO in Chinese 11 Feb 81 p 2 











Source: 


Source: 


Ningxia Radio Plant No 1 
[1380 1115 3541 4848 7193 0001 0617) 


Ningxia Hui Autonomous Region, PRC 


This plant had assembled 500 of the model-751-2 high-quality radios. 
They were placed on trial sale in the region before the Spring 
Festival . 


Yinchuan NINGXIA RIBAO in Chinese 4 Feb 81 p 2 


Kunming City Electronic Watch Plant 
[4292 2294 1579 7193 1311 2087 5903 0617] 


Kunming, Yunnan, PRC 


This plant has been assembling the Chahua brand [5420 5363 3654] 
electronic watches from parts imported from Japan. During the first 
6 months of 1980, the plant sold 10,000 watches. Fifty percent 

of them were sold in Shanghai, Beijing, Tianjin, Sichuan, Hebei and 
Henan. The rest were sold inside Yunnan Province. 


Kunming YUNNAN RIBAO in Chinese 30 Jan 81 p 1 








Location: 
Data: 


Source: 


Item: 


Location: 
Data: 


Source: 


roy City Optical Inetruments Plant 
[4202 2294 1579 0342 1331 0308 0892 0617) 


Kuoming, Yunnan, PRC 


Ir cooperation with Central South China Forestry [0022 0589 2651) 
College in Yunnan, the plant successfully trial-produced a model -DQC-1 
optical dendrometer weighing 75 kilograms. Professor Cheng Chenei's 
[2052 4785 1311] article entitled “Optical Dendrometer and Ite New 
Method of Tree-mensuration” has made 4 major contribution to the 


development of the model. 


Kunming YUNNAN RIBAO in Chinese 22 Jan 61 p 2 


Liaoning Wriet Watch Plant 
[6697 1380 2087 9473 0617) 


Liaoning, PRC 
This plant had incurred financial losses for years. By faithfully 
carrying out the economic readjustment policy, it was able to 


manufacture 1.5 million wrist watches in 1980. The plant has the 
capacity to produce 2 million wrist watches a year. 


Shenyang LIAONING RIBAO in Chinese 8 Feb 81 p 1 








Item: Navy Plant No 4806 
(3189 7786 0934 0360 7190 0362 0617) 


Location: PRC 


Data: China's firet high-speed and high-power dynamometer wae successfully 
designed and manufactured by this plant. For an accurate measurement 
of a diesel engine's parameters, thie machine is indispensable. 


Source: Beijing RENMIN RIBAO in Chinese 14 Feb 81 p 4 


tem: Beijing Glass Instruments Plant 
[0554 0079 3788 3863 038 0892 0617) 


Location: Beijing, PRC 


Data: A model-XZ-802 spinning “evaporator” was successfully developed by 
this plant. It is a multi-purpose piece of equipment needed by 
various laboratories. 


Source: Beijing RENMIN RIBAO in Chinese 10 Mar 81 p 2 
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1V. CHEMICAL LNDUSTRY 


item: Fushou Antibiotics Plant 
[4995 1558 2125 5497 4790 0617) 


Location: Fushou, Fujian, PRC 


Data: The "Qingda” [1987 1129) brand antitoxin manufactured by thie 
ple: won first prize in 4 recent natiomide “quality appraisal 
of antitoxins.” The plant has « large order for thie product 
from Philadelphia and Denmark. In 1980 the plant's export value 
amounted to $U8500,000. It ie expected that the plant's output in 
1961 will be much greater than that of 1980, 


Source: Fushow FUJIAN RIBAO in Ghinese 21 Feb 81 p 2 


Item: Yangehun Nitrogen Fertilizer Plant 
[7122 2504 8644 5142 0617) 


Location: Yangchun County, Guangdong, PRC 


Data: Since it went into production in 1975, this plant has been suffering 
a succession of financial losses, amounting to more than 8.85 million 
yuan. The plant was originally designed to produce 5,000 metric tons 
of synthetic ammonia per year. In reality, it can only produce 
3,500 metric tons a year. This is hargely due to the fact that 
Yangchun County does not have sufficient raw materials. 








Source: Guangzhou NANFANG RIBAO in Chinese 15 Jan 81 p | 














Location: Cangahou, Hebei, PRC 


Data: 


Source: 


ltem: 


Locat ion: 


Data: 


Source: 


Cangahou 
[3318 1558 0553 5142 0617) 





Chemical Fertiliser Plant 


In 1980 thie plant's grose value of industrial output and profit 
realised amounted to 167 million yuan and 80,000 yuan respectively. 
Purthermore, the plant was able to save 6.46 million yuan. 


Shijiazhuang HEBEI RIBAO in Chinese 9 Feb 61 p 2 





Guangzhou City Inetitute of Chemical Industry 
[1639 1558 1579 0553 1562 4282 4496 2067) 


Guangzhou, Guangdong, PRC 


Many industrial research institutes in China are in financial trouble. 
This institute is an exception because it has been applying economic 
management to the administration of a research institute. In 198, 
for instance, the institute registered a 200 ,000-yuan profit. 


Guangzhou NANFANG RIBAO in Ghinese 12 Feb 81 p | 


13 





Location: 
Data: 


Source: 


ltem: 


Location: 


Data: 


Source: 


Nanjing Synthetic Ammonia Plant 
{0589 7231 0678 2052 8637 0617) 


Nanjing, Fujian, PRC 


This plant achieved successes in energy conservation last year. 
The plant is continuously doing exceedingly well in thie task. 

In January 1981, the plant's output of chemical fertilizer 
increased by 7.8 percent as compared to the like 1980 period. 

Yet, coal per metric ton of ammonia produced declined by 14.6 per- 
cent and electric power consumption declined by 10.7 percent. 


Fuzhou FUJIAN RIBAO in Chinese 23 Feb 81 p 2 


Mudanjiang Chemicals Plant No 7 
[3665 0030 3068 0553 1562 0003 0617) 


Mudanjiang, Heilongjiang, PRC 


Due to financial losses and the intolerable environmental pollution 
caused by its operation, this plant suspended operation in April 1980. 
Ite facilities and unused raw materials remained well-kept. The 

plant was amalgamated into the Chemicals Plant No 3 in January 1981. 


Beijing RENMIN RIBAO in Chinese 3 Mar & 


14 








Item: 


Location: 
Data: 


Source: 


Item: 


Location: 


Data: 


Anshan City Petrochemical Bureau 
[7254 1472 1579 4258 3111 0553 1562 1444) 


Anshan City, Liaoning, PRC 


This bureau decided in December 1980 to postpone more than 10 capital 
construction projects costing up to 10 million yuan. In response to 
the national econor'c reconstruction policy, the bureau will 
ees technolog’ca! innovations and modifications of the existing 
acillities. 


Shenyang LIAONING RIBAO in Chinese 11 Feb 81 p 1 


Panjin Petrochemical Plant 
[4149 6930 4258 3111 0553 1562 0617) 


Shenyang, Liaoning, PRC 


This plant has been taking measures to recover and process the 
“three wastes"--waste gas or steam, liquid waste and oil waste. 
As a result, environmental pollution in the Shenyang area has 
been greatly reduced. Furthermore, the plant has been converting 
some elements in the “three wastes" into useful materials. 


Shenyang LIAONING RIBAO in Chinese 17 Feb 81 p 2 


15 











Locat lon: 


Source: 


Jinehi Daily Use Chemicals Plant 
[3160 1579 2480 3938 0553 1562 0617) 


Hunan, PRC 

In cooperation with the Sichuan Institute of Poodstuffs Industry, 
thie plant etarted producing saccharogenic enzyme used in the 
wine~making industry. The plant's gross value of industrial output 


in 1980 registered a twofold increase, as compared to 1979, This 
plant had suffered a succession of financial losses for years. 


Beijing RENMIN RIBAO in Chinese 6 Mar 81 p 3 
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V. FUEL AND POWER LNOUSTRIES 
Item: Jining Power Plant 
[3444 1380 4099 7193 0617) 
Location: Jining, Shandong, PRC 
Data: The plant's production plan of 1980 wae fulfilled 11 days ahead of 
schedule. Furthermore, it saved 11,000 metric tons of coal and 


generated 9 million kilowatt-hours of electricity. The amount 
of savings totaled 1 million yuan. 


Source: Jinan DAZHONG RIBAO in Chinese 4 Feb 8) p 2 


Item: Tianhushan Mining Burea's Plant No 167 
{1131 3275 1472 4349 0523 1444 0001 036” 0003 0617) 


Location: Tianhushan, Fujian, PRC 


Data: After 2 years of trial production, this plant officially went into 
operation on 24 February 1981. 





Source: Fuzhou FUJIAN RIBAO in Chinese 26 Feb 81 p 1 
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ltem: Liaohe Oilfield 
[6697 3109 3111 3944) 


Location: Liaohe, Liaoning, PRC 
Data: This oilfield is constructing a 70-kilometer long natural gas pipe 


which will have the capacity to recover 700,000 cubic meters of 
natural gas per year from the outlying districts in Liaoning Province. 


Source: Shenyang LIAONING RIBAO in Chinese 17 Feb 81 p 1 


tem: Daqing Petroleum Administration 
{1129 1987 4258 4619 3810 1444] 


Location: Heilongjiang, PRC 


Data: China's first SP-1 well-measuring instrument for petroleum production 
was recently trial-produced by the Well-measuring Instrument 
Institute under this administration. The Ministry of Petroleum has 
decided to popularize this type of instrument after testing its 
performance. 


Source: Beijing Domestic Service in Mandatin 0400 GYT 4 Mar 81 OW 
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Fushun Coal Gas Heating Company 
{2329 7311 3561 3049 3583 0500 0361 0674) 


Location: Fushun, Liaoning, PRC 


Data: This company is actively engaged in an underground coal gas storage 
research project. Should this research venture become succes ful, 
Fushun area alone can save 69,000 metric tons of steel products, 
14,000 metric tons of cement and 1,100 cubic meters of lumber. 
There are about 400 underground coal gas storehouses operating 
outside China. 


Source: Shenyang LIAONING RIBAO in Chinese 11 Jan 81 p 2 


Item: Shaowu Power Plant 
[6730 2976 7193 0617) 


Location: Shaowu, Fujian, PRC 


Data: By technological improvements, the plant is now able to make its 
dust remover operate more efficiently. The machine's dust removal 
rate has increased trom 30 percent to 99.6 percent. As a result, 
the plant's annual power generating capacity is expected to increase 
3 million kilowatt-hours. 





Source: Fuzhou FUJIAN RIBAO in Chinese 21 Feb 81 p 2 
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tem: Shiliquan Power Plant 
[0577 6849 0356 4099 7193 0617) 


Location: Shiliquan, Shandong, PRC 


Data: Equipped with two 125,000-kilowatt generating sets, this plant is 


responsible for supplying electricity to the southern part of 
Shandong Province, 


Source: Jinan DAZHONG RIBAO in Chinese 8 Feb 81 p 1 


Item: "Meiganshi" Power Plant 
[3561 1632 4258 7193 0617) 


Location: Huainan City, Anhui, PRC 
Data: This plant went into operation last year after 2 years of construction. 


It currently consumes more than 30,000 metric tons of gangue (stove 
coal) and generates 9 million kilowatt-hours of electricity a year. 


Source: Beijing RENMIN RIBAO in Chinese 24 Jan 81 p 4 











Ltem: Angang Fuel Gas Plant 
[7254 6921 3595 349 0617) 


Location: Liaoning, PRC 
Data: Capital investment at this plant has been reduced from 4 million to 


660,000 yuan. The plant's operation will emphasize energy con- 
servation, environmental protection and welfare of the workers. 


Source: Shenyang LIAONING RIBAO in Chinese 20 Feb 81 p l 


Item: Ciyaobao Coal Mine 
[4318 4523 3561 4349] 


Location: Ningxia Hui Autonomous Region, PRC 
Data: This mine successfully trial-manufactured a mine car pushing machine. 


The machine is able to save the manpower of 12 persons and has 
been put into operation at the plant. 





Source: Yinchuan NINGXIA RIBAO in Chinese 9 Feb 81 p 2 
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Item: 


Location: 


Data: 


Source: 


Item: 


Location: 


Data: 


Source: 


VI. MACHINE-BUILDING INDUSTRY 


Xiuyan Electric Machinery Plant 
[1458 1484 7193 2623 0617) 


Xiuyan, Liaoning, PRC 


This plant successfully trial-manufactured a silencer. This 
piece of new equipment will be put into regular production 
in the near future, It was designed by the Maanshan [7456 
7254 1472) Institute of Mining in cooperation with the 
Acoustics Institute of the Chinese Academy of Sciences. 


Shenyang LIAONING RIBAO in Chinese 21 Jan 81 p 1 


Shuigong Machinery Plant 
[3055 1562 2623 2750 0617) 


Jilin, PRC 


This plant successfully manufactured a new type of crane--model 
SDMQ 1260/60. It was designed to meet the needs of hydro- 
electric power stations and thermal power plants in construction 


and engineering. The lifting capacity of the crane is about 
60 metric tons. 


Beijing GONGREN RIBAO in Chinese 30 Jan 81 p 2 











Source: 


Item: 


Location: 


Data: 


Source: 


China National Heavy Machinery Main Office 
(0022 0948 6850 0992 2623 2750 4920 0361 0674) 


Beijing, PRC 


Established by the Chinese Government recently, this office has 
signed many technical agreements between China and West Germany, 
Japan and Yugoslavia. It is currently engaged in business 
negotiations with some nations in Southeast Asia and North 
America. 


Beijing RENMIN RIBAO in Chinese 4 Mar 81 p 3 


Chongqing Machine Tool Plant 
[6850 1987 2623 1643 0617] 


Chongqing, Sichuan, PRC 
This plant successfully trial-manufactured a high-precision model 
WG-500 surveying instrument for the precision measurement of 


worm gear auxiliary movement. This equipment is characterized 
as having a very high degree of stability and precision. 


Beijing RENMIN RIBAO in Chinese 10 Mar 81 p 2 
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item: Kiamen Electric Machinery Plant 
[0033 7024 7193 2623 0617) 


Location: Kiaemen, Fujian, PRC 


Data: In 1980 thie plant's output increased by 33 percent over that of 
‘/9, Ite goods ordered for the first 6 monthe of 198) amount 
to 62 percent of last year's total output. Ite export volume 
shows a threefold increase as compared to 1980. These achieve- 
ments are attributed to the plant's capacity to meet the market 
demande. 


Source: Pushou FUJIAN RIBAO in Chinese 28 Feb 61 p 1 


item: Fuzhou General Machinery Industry Company 
(4395 1558 6639 3938 2623 2750 1562 2814 0361 0674) 


Location: Fughou, Fujian, PRC 


Data: In 1980 this company's electric power consumption per 10,000-yuan 
of output value declined by 27 percent, as compared to the 
previous year. A total of 1.48 million kilowatt-hours of 
electricity was saved. The company has assigned a special group 
of personnel to carry out the task of saving electricity. 


Source: Fuzhou FUJIAN RIBAO in Chinese 23 Feb 81 p 2 


ak 











Lodation: 
Data: 


Source: 


Source: 


Shenyang City Siectrical Heating Equipment Plant 
[3476 7122 1579 7193 3583 7193 0892 0617) 


Shenyang, Liaoning, PRC 
The plant successfully trial manufactured a liquid electrical 


heating type of equipment. Thie high-speed but power-saving 
new equipment has been on eale since 1] February 198). 


Shenyang LIAONING RIBAO in Chinese 12 Feb 81 p 1 


" Bast China Electric Equipment Joint 


[5478 2639 7193 0500 6080 0271 2052 1152 5114 3602 0361 0674) 


Shanghai, PRC 


This company is composed of 23 major electric equipment plants in 
Shanghai, Beijing and Jianageu and Zhejiang provinces. It supplies 
complete sets of power generating units, power distribution 
equipment and transformers. The company is the largest of its 
kind in China. 


Beijing RENMTN RIBAO in Chinese 9 Mar 81 p 4 
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item: Wuhu Miniature Electric Machinery Plant 
[5617 3275 1792 0992 7193 2623 0617) 


Location: Wuhu, Anhui, PRC 
Data: Various types of miniature electrical machinery manufactured by 
thie plant are well received inside China and abroad. Thie is 


owing to the fact that the plant has been making every possible 
effort to improve the quality of ite products since 1976. 


Source: Beijing RENMIN RIBAO in Chinese 11 Feb 81 p 2 


Item: Fujian Machinery and Equipment Plant 
[4395 2623 0892 0617) 


Location: Fujian, PRC 
Data: The plant has successfully manufactured an inductor electric fan 
recently. This high-speed fan can be turned off in a second. 


This performance was verified by the Fujian Science Commission 
on 6 January 1981. 


Source: Beijing RENMIN RIBAO in Chinese 14 Jan 81 p 4 
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ltem: 


Location: 
Data: 


Source: 


ltem: 


Location: 


Data: 


Source: 


33 Machine Tool Plant 
(6850 1987 2623 1643 0617) 


Chongqing, Sichuan, PRC 


In 1980 workere at this plant averaged 4,000 hours per person. 
Ae @ result, thie plant's output and profit t: ned over to the 
estate increased by 64 percent and 1.3-fold respectively, as 
compared to 1979, 


Chengdu SICHUAN RIBAO in Chinese 12 Feb 81 p 2 


Kunming Metallurgical Machinery Repair and Parts Plant 
[4292 2294 0396 6855 2623 2750 0208 6792 0617) 


Kunming, Yunnan, PRC 


The plant successfully trial produced a “PHS-3-Model" jet 
prefabricated concrete manipulator which has gone into produc- 
tion on a emall scale. This equipment was developed after the 
1979 model of "KM-2" manipulator. 


Kunming YUNNAN RIBAO in Chinese 9 Feb 81 p 2 











Item: 


Location: 


Data: 


Source: 


Source: 


Zhenxiong Light Machinery Plant 
[6966 7160 6535 2623 0617) 


Zhenxiong, Yunnan, PRC 
In 1979 this plant was on the verge of bankruptcy. By manu- 
facturing 4 new product, an iron caldron, and undertaking 


an extensive marketing research, the plant was able to report 
a profit last year. 


Kunming YUNNAN RIBAO in Chinese 11 Feb 81 p 2 


Xuanwei Machinery Repair Plant 
[1357 1218 2623 0208 0617) 


: Kuanwei, Yunnan, PRC 


Designed by the Yunnan Designing Institute, a steel-tube roof 

truss was successfully manufactured by this plant. The plant 

is subordinate to the Yunnan Capital Construction Company. 

Due to its fine quality, the roof truss will gradually replace 
the popular wood roof truss. 


Kunming YUNNAN RIBAO in Chinese 22 Jan 81 p 2 
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Item: Chengdu Heavy Machinery and Equipment Plant No 2 
[2052 6757 4754 0059 6850 2623 0617) 


Location: Chengdu, Sichuan, PRC 


Data: In January 1981, Hongqi [4767 2475) Plastics Plant decided to 
manufacture various types of heavy-duty plastic pipes and 
large washing bowls. In order to meet thie need, this plant 
began to produce the model~-9 and model-105 extruding machine 
fittings. 





Source: Chengdu CHENGDU RIBAO in Chinese 28 Feb 81 p 2 


Item: Jinan City Construction Materiales Equipment Plant 
[3444 0589 1579 1696 2624 6080 0271 0617) 


Location: Jinan, Shandong, PRC 


Data: In a joint research venture with a design institute in Suzhou, 
the plant successfully manufactured the first automatic hydraulic 
pressure slabstone cutting machine in China. 


Source: Jinan DAZHONG RIBAO in Chinese 14 Feb 81 p 2 
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lt em: Huainan Bearing Plant 
[3232 0589 6519 2110 0617) 


Location: Huainan, Anhui, PRC 


Data: Using aluminum silicate fiber as refractory material, this plant 
has successfully innovated six large electric furnaces for 
industrial use. Power consumption by the innovated furnaces 
has declined 30 percent. In the past year the furnaces saved 
the plant 300,000 kw of electricity. 


Source: Hefei Anhui Provincial Service in Mandarin 1100 GMT 12 Feb 81 OW 





Item: Wuhan Standard Parts Mair Plant 
[2976 3352 2871 0402 O115 4920 0617] 


Location: Wuhan, Hubei, PRC 
Data: This plant's output in 1980 totaled 200 million standard parts, 


a onefold increase as compared to the previous year. In October 1980 


many foreign companies signed advance purchase contracts with this 
plant. 


Source: Wuhan CHANGJIANG RIBAO in Chinese 24 Jan 81 p 1 
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VIL. AGRICULTURAL MACHINERY INDUSTRY 


Jinme Agricultural Machinery Plant 
[6855 7456 6593 2623 0617) 


Yunnan, PRC 


As part of ite energy conservation drive, this plant has saved 
1,500 metric tons of coal during the period of 1978-80. In 
addition, the plant redesigned its model 195 diesel engine 

to reduce the diesel oil consumption to about 182 grams per 
horsepower-hour. 


Kunming YUNNAN RIBAO in Chinese 11 Feb 81 p 2 


Luanping Xian Hardware Plant 
[3497 1627 4905 0063 6855 0617) 


Luanping County, Hebei, PRC 
In May 1980, the Luanping Xian Agricultural Implements Plant was 
merged with this plant. The newly formed plant overfulfilled 


its 1980 planned output value in spite of a sharp manpower 
reduction. 


Shijiachuang HEBEI RIBAO in Chinese 2 Feb 81 p 1 
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VIIL, MISCELLANEOUS LNDUSTRIES 


Item: Kunming Oxygen Plant 
{4292 2294 8638 W49 0617) 


Location: Kunming, Yunnan, PRC 


Data: In a joint research effort with the Department of Physics at the 
Kunming Normal College and the Yunnan Electronic Equipment Plant, 
this plant successfully manufactured a model-DDZ-1 automatic 
cathode lifting device for calcium carbide furnace. 


Source: Kunming YUNNAN RIBAO in Chinese 22 Jan 81 p 2 


Item: Plant No 3508 
[0005 0063 9960 0360 0617) 


Location: Sichuan, PRC 


Data: In order to improve the quality of its products, this plant has 
been using "jet smoothing” and "jet ironing" machines. However, 
the distilled water needed for the operation of these machines 
had always been in short supply. The health and sanitation 
of this plant utilized ite two ion exchange water purification 
machines to make sufficient distilled water for the whole plant. 


Source: Chengdu CHENGDU RIBAO in Chinese 28 Feb 81 p 2 
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Item: 





Shijiazhuang Cigarette Plant 
[4258 1367 8369 0608 3591 0617) 


Location: Shijiazhuang, Hebei, PRC 


Data: 


Item: 


Location: 


Data: 


Source: 


In 1980 the plant's output and profit registered ll-percent and 
373-percent increases respectively, as compared with the previous 
year. Furthermore, its top-quality products rate increased by 
12.9 percent over that of 1979, 


Shijiazhuang HEBEI RIBAO in Chinese 1 Feb 81 p 1 


Beijing Glass Plant No 3 
[0554 0079 3788 3863 0059 0617) 


Beijing, PRC 


In 3 years thie plant's output has increased W percent. Neverthe- 
less, its gasoline consumption has declined 30 percent, permitting 
the plant to save more than 9,000 metric tons of gasoline. This 
success is attributed to the technological improvements and 
intensive ideological indoctrination. 


Beijing RENMIN RIBAO in Chinese 16 Feb 81 p 1 
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Ltem: Zhusghou Glass Plant 
[2701 3166 3788 3863 0617) 


Location: Zhuzhou, Hunan, PRC 
Data: During the first 10 months of 1980, this plant, by reducing 


production costs, reported a 12.5-percent increase in profit 
as compared to the same period of 1979, 


Source: Beijing RENMIN RIBAO in Chinese 5 Dec 80 p 2 


Ltem: Qingdao Cement Plant 
[7230 1497 3055 3136 0617) 


Location: Qingdao, Shandong, PRC 


Data: By adopting the gravimetrical method instead of volumetrical method 
in mixing raw materials, this plant was able to produce 100,700 
metric tons of high-grade cement during the first 11 months of 1980. 


Source: Jinan DAZHONG RIBAO in Chinese 19 Dec 80 p 2 
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Item: Fuzhou Sewing Machine Plant 
{4395 1558 4911 4771 2623 0617) 


Location: Fuzhou, Fujian, PRC 
Data: The plant manufactured 130,000 sewing machines in 1980, an increase 
of 79 percent as compared to the previous year. Moreover, its 


production costs have declined by 8.6 percent. This plant exported 
3,000 sewing machines in 1980, 


Source: Fuzhou FUJIAN RIBAO in Chinese 2 Jan 81 p 1 


Item: Dongshi "Welfare" Plant No 2 
[2639 4258 4574 0059 4395 0448 0617) 


Location: Jinjiang County, Fujian, PRC 
Data: During the first 10 months of 1980, the plant's output value totaled 


over 1.1 million yuan. This plant was constructed by the county 
government of Jinjiang for the handicapped or the disabled. 








Source: Fuzhou FUJIAN RIBAO in Chinese 13 Dec 80 p 2 











Item: 





Chongqing Paper Manufacturing Company 
[6850 1987 6644 4786 1562 2814 0361 0674) 


Location: Chongqing, Sichuan, PRC 


Data: 


Source: 


Item: 


Location: 


Data: 


Source: 


From January to September 1980, the company's output and profit 
turned over to the state increased 17.2 percent and 19.8 percent 
respectively, as compared to the corresponding 1979 period. 


Chengdu SICHUAN RIBAO in Chinese 11 Nov 80 p 2 


Shijiazhuang Printing and Dyeing Plant No 1 
[4258 1367 8369 4574 0001 0613 2676 0617] 


Shijiazhuang, Hebei, PRC 


In 1980 this plant's total amount of products turned over for 


export was increased to 774,000 bolts, establishing a new record 
for this plant. 


Shijiazhuang HEBEI RIBAO in Chinese 4 Feb 81 p 1 
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Location: 


Data: 


Source: 


Item: 


Location: 


Data: 


Source: 


Tianjian Institute of Textile Industry 
[1311 3130 4791 4930 1562 2814 4282 4496 2076] 


Tianjin, PRC 


This plant successfully developed a "whirling-fluid" spinning 
machine. The quality of this machine has been appraised by the 
Ministry of Textile Industry and by the concerned personnel from 
the textile industry in Tianjin, Shanghai and Jiangsu. They all 
agreed that this machine is excellent in performance, 


Beijing RENMIN RIBAO in Chinese 2 Feb 81 p 4 


Nu'er He Textile Mill 
[1166 0348 3109 4791 4930 0617 


Jinzhou, Liaoning, PRC 


This plant went into production in 1974. During the first 3 years 
of its operation, the plant was unable to fulfill the state plan. 
By imposing strict quality control upon its products, it began 
making a profit in the latter part of 1979. Its profit increased 
from 3.4 million yuan in 1978 to 12.3 million yuan in 1980. 


Shenyang LIAONING RIBAO in Chinese 19 Feb 81 p 1 
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Lecation: 


Source: 


item: 


Location: 


Data: 


Source: 


Shenyang City Carpet Mill 
[3476 7122 1579 0966 30% 0617) 


Shenyang, Liaoning, PRC 
The top-quality "Changcheng” [7022 1004) brand carpet manufactured 
by this plant has been well received in more than 40 foreign nations, 


including Japan, the United States, West Germany and Canada. The 
output of thie brand in 1980 totaled more than 1,300 square meters. 


Shenyang LIAONING RIBAO in Chinese 9 Feb 81 p 2 


Jiafeng Cotton Textile Mill 
[0857 6265 2758 4791 4930 0617) 


Shanghai, PRC 
In @ joint research venture with the East China Institute of 


Computer Technology, thie mill successfully developed an 


electronic performance management system used in the textile 
industry. 


Fushou FUJIAN RIBAO in Chinese 24 Feb 81 p 1 
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ltem: Simao Prefecture Textile Mill 
{1835 5403 0966 0575 4930 1580 0617) 


Location: Simao, Yunnan, PRC 


Data: After 11 years of continuous financial losses, this mill in 
November 1980 registered a profit for the first time. A sound 
management system and adoption of advanced technology were 
responsible for thie success. 





Source: Kunming YUNNAN RIBAD in Chinese 19 Jan 81 p 2 


Ltem: Xiaonan Printing Plant 
[1420 0589 0603 0456 0617) 


Location: Kunming City, Yunnan, PRC 


Data: By improving its sales techniques, the plant's gross value of 
industrial output in 1980 registered a 26.6-percent increase 
as compared to the previous year. 


Source: Kunming YUNNAN RIBAO in Chinese 14 Feb 81 p 2 
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Location: 
Data: 


Source: 


ltem: 


Location: 


Data: 


Source: 


Chongqing Printing Plant 
{6850 1987 0603 0455 0617) 


Chongqing, Sichuan, PRC 


Thanks to the adoption of a more independent management system, this 
plant reported in 1980 a 27.8-percent increase in the gross value 
of industrial output, and the profit realized registered a 40.5- 
percent increase, During the first 10 months of 1980, the plant's 


total sales volume increased WO percent as compared with the like 
1979 period. 


Chengdu SICHUAN RIBAO in Chinese 11 Nov 80 p 1 


Yongsheng Enamelware Plant 
[3057 0524 3911 0617) 


Lijiang Prefecture, Yunnan, PRC 
A newly constructed 67.2-meter long tunnel kiln has permitted 
this plant to save more than 2,900 metric tons of coal from 


May to November last year. The plant's profit realized during 
the last 6 months of 1980 amounted to 76,000 yuan. 


Kunming YUNNAN RIBAO in Chinese 14 Feb 61 p 2 
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Item: Machine-made Babroidery Plant 
[4292 2294 2623 48636 0617) 


Location: Kunming, Yunnan, PRC 
Data: In 1980 the plant increased ite output value and profit 2.8-fold 


and 3,8-fold respectively, as compared to 1979, A new product-- 
embroidered undershirte--was responsible for this success. 





Source: Kunming YUNNAN RIBAO in Chinese 2 Feb 81 p 2 


Item: Jiusheng Soft Drink Plant 
[0036 4141 386 3055 0617) 


Location: Ningxia Hui Autonomous Region, PRC 
Data: This plant was put into production in mid-December of 1980. "Small 
profits but quick turnover" has been the principle of its marketing 


policy. The plant is able to produce 2,400 metric tons of soit 
drinks and light sparkling wine. 


Source: Yinchuan NINGXIA RIBAO in Chinese 9 Feb 81 p 2 
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Data! 
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Item: 
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Source: 





Guangahou Electric Wire Plant 
[1639 1558 7193 4848 0617) 


Guangzhou, Guangdong, PRC 


Through accurate economic forecast and extensive marketing survey, 
thie plant has been able to expand ite export volume constantly. 

In 1980 ite total export value amounted to more than US$3 million. 
Moreover, the plant successfully trial-manufactured the high- 
frequency electric wire used in color television sete, and flexible 
electric cords. 


Guangzhou NANFANG RIBAO in Chinese 2 Mar 81 p 1 


Lushun Plant No 4810 
[2464 7311 0934 0360 0001 9960 0617) 


Lushun, Liaoning, PRC 
A compact and noise-free automatic boiler pipe expander was 


successfully manufactured by this plant. The new equipment 
will greatly reduce the labor intensity of the workers. 


Beijing GONGREN RIBAO in Chinese 30 Jan 81 p 1 
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ltem: Pushou Valve Plant 
{4995 1558 7042 0617) 


Location: Fushou, Fujian, PRC 


Data: In 1980 thie plant's output, output value, and profit realised 
increased by 39 percent, 23 percent and 53 percent respectively, 
as compared to the previous year. In January of thie year, the 
plant's output registered a 29-percent increase over that of the 
corresponding 1960 period. This was largely due to the fact 
that this plant has been increasing ite product varieties and 
specifications. 


Source: Fushow FUJIAN RIBAO in Chinese 26 Feb 61 p 1 


It em: Changzhi Sewing Machine Plant 
[7022 3112 4911 4771 2623 0617) 


Location: Changzhi, Shanxi, PRC 


Data: The quality of this plant's products used to be very poor because 
the plant was not concerned about advanced technology. As a 
result of technical cooperation with the Shanghai Sewing Machine 
Industry Company, the plant's up-to-standard rate averages more 
than 80 percent, an increase of 20 percent as compared to its 
previous records. 





Source: Beijing RENMIN RIBAO in Chinese 6 Mar 81 p 3 
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Item: Liaoning O11 and Pat Plant 
[6697 7122 3111 5176 0617) 


Location: Liaoyang, Liaoning, PRC 


Data: Construction of thie plant was completed recently. It has gone 


into trial production, Ite daily output capacity is 12 metric 
tons. 





Source: Shenyang LIAONING RIBAO in Chinese 12 Feb 81 p 1 


tem: Guantao Xian Winery 
[7419 7118 4905 6794 0617) 


Location: Guantao County, Hebei, PRC 


Data: Due to a succession of financial losses in past years, the 
Guantao Xian Phosphate Fertilizer Plant was incorporated 
into this winery in 1979. This move enabled the winery 
to earn an additional 600,000 yuan in profit last year. 





Source: Shijiazhuang HEBEL RIBAO in Chinese 2 Feb 81 p 1 
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Ltem: Gucheng Xian Fur Plant 
[2399 1004 4905 4122 3029 0617) 


Location: Gucheng County, Hebei, PRC 
Data: This plant was able to collect more than 100,000 rodent pelts 
in a month or so. The plant has been making pelt-covered 


mattresses with these pelts. Its products have been very 
well received by foreign traders. 


Source: Shijiazhuang HEBEI RIBAO in Chinese 2 Feb 81 p 1 


Item: Qingdao Tannery 
[7230 1467 0455 7246 0617) 


Location: Qingdao, Shandong, PRC 


Data: In 1980 workers at this tannery contributed an average of 
180 hours of voluntary labor per person. 


Source: Jinan DAZHONG RIBAO in Chinese 4 Feb 81 p 2 
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Fig. 2 Photograph of a power plant established at the Huolin He Mine, 
Nei Monggol. 


{[Source: Hobhot NEI MONGGOL in Chinese and Mongolian No 1, 1981 p 7) 
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Fig. 3 A RH75 excavator in operation at the Huol.n He Mine. This machine 
is capable of excavating 8.1 cubic meters of earth in one operation. 


[Source: Hohhot NEI MONGGOL in Chinese and Mongolian No 1, 1981 p 6] 














Fig. 4 Photo shows a worker at the Chifeng Nonferrous Metal Mining Drill 
Plant in Nei Monggol operating a hobbing machine. 


{[Source: Hohhot NEI MONGGOL in Chinese and Mongolian No 1, 1981 p 8] 
4g 








Fig. 5 View of the Ulan Hot Iron and Steel Mill in Nei Monggol. 


[Source: Hohhot NEI MONGGOL in Chinese and Mongolian No 1, 1981 p 10] 





Fig. 6 Photograph of the Ulan Hot Paint Plant in Nei Monggol AR 


[Source: Hohhot NEI MONGGOL in Chinese and Mongolian No 1, 1981 p 12] 
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the largest thermal power 


Fig. & External view of the Huainan Power Plant, 


plant in Anhui 


1979 p 19) 


Benghu ANHUI HUABAO [ANHUI PICTORIAL) in Chinese No 6, 


[ Source: 
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Fig. 9 Ineide view of the Hefei Power Plant in Anhui 


{[Source: Benghu ANHUI HUABAO [ANHUL PICTORIAL) in Chinese No 6, 1979 p 20) 





Fig. 10 Photograph of a section of the Shentou Power Plant under construction at 
the Datong Coal Mining Base in Shanxi. The first- and second-phase pro- 
jects have been completed and the third-phase project is still under 
way. Upon completion of the whole construction project, this plant 
will have an installed capacity of 1.35 million kilowatts. 


(Source: Beijing ZHONGGUO in Chinese No 11, 1980 p 44) 
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Fie. 11 Another view of the Shentou Power Plant project in Shanxi. 


(Source: Beijing ZHONGGUO in Chinese No 11, 1980 p 44] 











Pig. 12 Inmeide view of the Tianjin Chemicale Plant's carbide workshop. 


[Source: Beijing RENMIN RIBAO in Chinese 11 Mar 81 p 2) 





Fig. 13 Covering 48,000 square meters of floor space, the Harbin Cold Storage 
Plant has the capacity to slaughter 2,000 hoge a day and to freeze 
and store 10,800 metric tons of pork. 


[Source: Beijing RENMIN RIBAD in Chinese 15 Mar 81 p 2) 
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Fig. 14 View of the Jintan Hydroelectric Power Station on the Yuyang River 
in Yidu County, Hubei. The station has an installed capacity of 
1,890 kilowatts and has so far transmitted 3.9 million kwh of 
electricity to the major power network. 


[Source: Wuhan HUBEI RIBAO in Chinese 16 Feb 81 p 1) 





Fig. 15 China's largest alkyl benzenes plant built in Nanjing. 


[Source: Beijing BEIJING ZHOUKAN [BELJING REVIEW] in English No 11, 16 Mar 81 p 8) 
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Fig. 16 External view of the Lanzhou O11 Refinery in Kansu. 


[Source: Lanzhou KANSU HUABAO [KANSU PICTORIAL) in Chinese No 4, 1980, 
inside front cover) 
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